the respondent (Tr. 18, 37). The roof conditions were
discussed by the miners among themselves, including Mr. Cox,
and with company management. However, Mr. Lee never heard
Mr. Cox discuss any roof conditions .with Mr. Jackson or
Mr. BlanJcenship, and he did not know whether Mr. Cox com-
plained to management about any roof conditions.  Mr. Lee
stated that there were "differences of opinion", as to the
existing roof conditions (Tr. 34-37).

Mr. Lee stated that on one occasion, when a miner com-
plained to Mr. Jackson about the roof bolts being too far
back from the face, and after he (Lee) confirmed that this
was the case, Mr. Jackson assured them that he would take
care of the condition, and after 2 or 3 days, the condition
was corrected. Mr. Lee explained that while the roof bolter
would install two rows of roof bolts, the roof-control plan
required additional support at the discretion of management
if they were required to make the place safe.  If any miners
believed that the roof bolting was inadequate, they would
discuss it among themselves and would try to correct it, and
Mr. Lee was aware of several occasions when Mr. Jackson
required the roof bolter to go back and rebolt an area.
Mr. Lee asserted that there were occasions when Mr. Jackson
was not aware of the roof conditions, but that "maybe he was/
I don't know" (Tr. 39-43).

Mr. Lee confirmed that powder and caps were hauled in
the mine on equipment and left there together, rather than
being left in the explosives magazine, and that this was a
common practice until 2 or 3 weeks before the hearing in this
case. Although he denied that he ever engaged in such a
practice, Mr. Lee named three shot firers and drillers who he
claimed did (Tr. 21). Mr. Lee explained that leaving the
powder and caps on the drill machine or other equipment made
it easier oh the miners because it would save them time going
back and forth from the magazine.  Mr. Lee believed that
management was aware of this practice, because the powder and
caps were in full view of anyone in the area, and no attempts
were made to conceal the practice.  He was sure that Foreman
Blankenship was aware of the practice, and Mr, Lee knew of no
complaints to management about it (Tr. 44-45).

Mr. Lee stated that ventilation curtains were often
rolled up rather than being kept down, and that this was a
common mine practice. He explained that leaving them up made
it easier on the equipment operators who were tearing them
down, and it made the mining cycle go faster.  Mr. Lee
believed that management was aware of the practice (Tr. 24).

438uted  to by the violation;    (3)
